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-9106110019 Revised "Reactor Operator Requalification Plan for Univ of Utah TRIGA
Nuclear Reactor."

SANDQUIST.G.M., CRAWFORD.K.C. Utah, Univ. of, Salt Lake City, UT. 91/06/05.
4pp. 58095:342-58095:345.

DOCKET 50-409 LA CROSSE BOILING WATER REACTOR

F. Security, medical, emergency & fire protection plans

9106260095 Ack receipt of 910523 10CFR50.54(a) submittal which incorporates
changes in facility QA program description.

WRIGHT.G.C. Region 3 (Post 820201). 91/06/20. BERG.W.L Dairyland Power Coop-
erative. 1p. 58205:059-58205:059.

P. Operating license stage documents & correspondence

9106050217 Forwards "LACBWR Decommissioning Plan" & "Proposed Tech Specs for
LACBWR" re possession-only license.

CHRISTIANS.R.E. Dairyland Power Cooperative. 91/05/10. ERICKSON.P. NRC - No
Detailed Affiliation Given, ip. 58005:011-58005:251.

--9106060219 "LACBWR Decommissioning Plan."

*  Dairyland Power Cooperative. 91/05/31. 250pp. 58005:012-58005:163.

--9106050221 "Proposed Tech Specs for LACBWR."

*  Dairyland Power Cooperative. 91/05/31. 175pp. 58005:164-58005:251.

9106050366 Forwards Rev 7 to "QA Program Description."

BERG.W.L Dairyland Power Cooperative. 91/05/23. Document Control Branch (Docu-
ment Control Desk). 2pp. 58008:280-58008:328.

-9106050370 Rev 7 to "QA Program Description."

*  Dairyland Power Cooperative. 91/05/23. 47pp. 58008:282-58008:328.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

R. Periodic operating reports & related correspondence

9106250115 Monthly operating rept for May 1991 for LACBWR.W/910607 Itr.
CHRISTIANS.R.,    BERG.W.L    Dairyland    Power    Cooperative.    91/05/31.    5pp.
58221:128-58221:132.

S. Reportable occurrences, LERs & related correspondence

9106140036 R0:on 910516.time period of 36.75 s elapsed between initiation of diesel
cranking.diesel starting & reaching rated voltage.exceeding TS limits of 10 s.Caused
by air in fuel filter housing.Extra step in fuel sys priming added.
BERG.W.L Dairyland Power Cooperative.  91/05/31.  DAVIS.A.B.  Region 3  (Post
820201). 2pp. 58147:299-58147:300.
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F. Security, medical, emergency & fire protection plans

9106120368 Forwards Amends 124 & 32 to Licenses DPR-63 & NPF-69, respectively &
safety evaluation.Amends revise TS 6.0 re administrative controls to reflect replace-
ment of current manager.health physics w/manager radiation protection.
BRINKMAN.D.S. Project Directorate 1-1. 91/06/06. SYLVIA.B.R.  Niagara Mohawk
Power Corp. 3pp. 58110:020-58110:034.

-9106120370 Amends 124 & 32 to Licenses DPR-63 & NPF-69,respectively, revising
TS Section 6.0 re administrative controls to reflect changes which replace current
health physics manager w/manager,radiation protection for each unit.
CAPRA.R.A. Project Directorate 1-1. 91/06/06. 10pp. 58110:023-58110:032.

--9106120375 Safety evaluation supporting Amends 124 & 32 to Licenses DPR-63 &
NPF-69,respectively.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/06/06. 2pp.
58110:033-58110:034.

9106140202 Forwards Safety Insp Repts 50-220/91-09 & 50-410/91-09 on 910331-
0511.Util professionally executed repair of unisolable sample line leak on Unit 2 recir-
culation loop.

COWGILL.CJ. Region 1   (Post 820201). 91/06/06. SYLVIA.B.R. Niagara Mohawk
Power Corp. 3pp. 58128:023-58128:042.

-9106140204 Insp Repts 50-220/91-09 & 50-410/91-09 on 910331-0511, Major areas
inspected:plant        operations.radiological        controls.surveillance.maint.emergency
preparedness,security, engineering & technical support & safety assessment.
HAVERKAMP.D.R. Region 1 (Post 820201). 91/06/05. 17pp. 58128:026-58128:042.

9106200216 Forwards intial SALP repts 50-220/90-99 & 50-410/90-99 for Mar 1990 -
Mar 1991.Plant operations.maint/surveillance & safety assessment/quality verification
demonstrated significant improvement since previous assessment.
MARTIN.T.T.  Region   1   (Post 820201).   91/06/14.  SYLVIA.B.R.   Niagara Mohawk
Power Corp. 3pp. 58201:313-58201:344.

-9106200220 SALP repts 50-220/90-99 & 50-410/90-99 for March 1990 - March 1991.

*  Region 1 (Post 820201). 91/06/14. 29pp. 58201:316-58201:344.

P. Operating license stage documents & correspondence

9106030023 Informs of approval of request for time extension to submit subj summary
rept.

BRINKMAN.D.S.  Project  Directorate  1-1.  91/05/16.  SYLVIA,B.R.  Niagara Mohawk
Power Corp. 3pp. 57894:250-57894:252.

9106040101 Informs that NRC finds 900925 & 910515 responses to generic Itr 90-03
acceptable.NRC should be notified by Itr when vendor interface programs are fully im-
plemented.

BRINKMAN.D.S.  Project Directorate  1-1.  91/05/22. SYLVIA.B.R.   Niagara Mohawk
Power Corp. 3pp. 57893:357-57893:359.

9106070152 Forwards safety evaluation accepting reevaluation of normally lit & nui-
sance alarms referenced in License Condition 2.C(9)(b) of License NPF-69.
BRINKMAN.D.S.  Project Directorate 1-1. 91/05/22. SYLVIA.B.R.  Niagara Mohawk
Power Corp. 2pp. 58017:133-58017:138.

-9106070156 Safety evaluation accepting reevaluation of normally lit & nuisance alarms
referenced in License Condition 2,C(9)(b) of License NPF-69.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/05/22. 3pp
58017:136-58017:138.

9106060001 Forwards safety evaluation granting 910219 inservice relief request for fa-
cility primary containment vacuum relief valves.

CAPRA.R.A. Project Directorate 1-1. 91/05/28. SYLVIA.B.R. Niagara Mohawk Power
Corp. 4pp. 57931:319-57931:324.

-9106060002 Safety evaluation re containment vacuum relief valves first relief request.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/05/28. 2pp.
57931:323-57931:324.

9106060173 Concludes that use of ultrasonic flowmeters in application will be suitably
accurate for full-flow exercising of RHR min flow line check valves.
BRINKMAN.D.S.  Project Directorate 1-1. 91/05/28. SYLVIA.B.R.   Niagara Mohawk
Power Corp. 4pp. 57931:125-57931:128.

9106050275 Forwards station blackout rule safety evaluation for facility.
BRINKMAN.D.S.  Project Directorate 1-1.  91/05/29. SYLVIA.B.R.   Niagara Mohawk
Power Corp. 3pp. 58007:090-58007:121.

-9106050279 Safety evaluation re station blackout evaluation of license NPF-69.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/05/29. 7pp.
58007:093-58007:121.

9106120368 Forwards Amends 124 & 32 to Licenses DPR-63 & NPF-69, respectively &
safety evaluation.Amends revise TS 6.0 re administrative controls to reflect replace-
ment of current rnanager.health physics w/rnanager radiation protection,
BRINKMAN.D.S. Project Directorate 1-1. 91/06/06. SYLVIA.B.R.  Niagara Mohawk
Power Corp. 3pp. 58110:020-58110:034.

-9106120370 Amends 124 & 32 to Licenses DPR-63 & NPF-69,respectively, revising
TS Section 6.0 re administrative controls to reflect changes which replace current
health physics manager w/manager,radiation protection for each unit.
CAPRA.R.A. Project Directorate 1-1. 91/06/06. 10pp. 58110:023-58110:032.

-9106120375 Safety evaluation supporting Amends 124 & 32 to Licenses DPR-63 &
NPF-69,respectively.

*   Office of Nuclear Reactor Regulation.  Director (Post 870411). 91/06/06. 2pp.
58110:033-58110:034.

9106180196 Responds to request for addl info re discharge of RHR sys water during
warmup & while controlling vessel level from remote shutdown panel.
TERRY,C.D.  Niagara Mohawk Power Corp.  91/06/10.  Document Control  Branch
(Document Control Desk). 1p. 58154:352-58154:352.

9106180201 Submits for review & approval ASME Section XI Repair Plan for Nine Mile
Point Unit 2.

TERRY.C.D,  Niagara Mohawk Power Corp.  91/06/10.  Document Control  Branch
(Document Control Desk). 6pp. 58154:346-58154:351.

9106200298 Forwards SE accepting changes made to commitments contained in power
ascension test program final startup rept for facility.per 910111 Itr.
BRINKMAN.D.S.  Project Directorate 1-1. 91/06/17. SYLVIA.B.R.  Niagara Mohawk
Power Corp. 2pp. 58172:072-58172:076.

-9106200303 SE accepting changes made to commitments contained in power ascen-
sion test program final startup rept for facility.per 910111 Itr.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/06/17. 2pp.
58172:074-58172:076.

9106210136 Advises that modified schedules to address Generic Ltr 88-14 requesting
applicants to review NUREG-1275,Vol 2, "Operating Experience Feedback Rept - Air
Sys Problems" acceptable.Generic Itr requirements fulfilled.

BRINKMAN.D.S.  Project Directorate 1-1. 91/06/18. SYLVIA.B.R.  Niagara Mohawk
Power Corp. 4pp, 58202:167-58202:170.

9106240296 Provides summary of discussions held 910504-05 re plant. Plants have
demonstrated sustained improvement sufficient to warrant removal from category of
plants that require increased attention.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/18. ENDRIES.J.M.
Niagara Mohawk Power Corp. 3pp. 58205:225-58205:227..A. Non-Power
